From: 

Sent: 

To: 


NC Gov. Cooper [no-reply@nc.gov] 

1/26/2018 9:58:01 AM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Friday, January 26, 2018 - 9:58 am 

Submitted by anonymous user: 10.10.15.8 

Submitted values are: 

First Name David 
Last Name Anderson 
City Wake Forest 
State North Carolina 
Email dwazippy@aol.com 
Phone Number 4073255169 
Message 

Reject ACP, do not approve the ACP. Do not short circuit review process. Part of the reason you were elected 
in place of McCrory was to prevent approval of environmentally damaging projects such as the ACP. 

The results of this submission may be viewed at: 

https://governor.nc.gOv/node/l l/submission/28083 
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